FLORENCE (obediently) : Yes, dear.

THE NURSE (petting her] : You're tired out and no
wonder.

[A second nurse enters.

FLORENCE : They were so kind. So very kind,
(Brightly.) I don't know what they Were all
talking about. . . . We must ask Dr. Sutherland.

[ The nurses begin wheeling her

THE   CURTAIN   FALLS

THE   END   OF   THE   PLAY
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